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BILL NO. a su. 
SPECIAL ORDINANCE NO. S--6Ó0- d / 


AN ORDINANCE approving Change Order 
No. I (Final). Contract. 86-06. 
Kirkwood Park Phase II Water Main, 
with Scheidleman Excavating, Inc., 
in connection with the Board of 
Public Works and Safety of the 

City of Fort Wayne, Indiana. 


| NOW, THEREFORE BE IT ORDAINED BY THE COMMON COUNCIL 


OF THE CITY OF FORT WAYNE, INDIANA: 








SECTION 1. That Change Order No. 1 (Final), Contract 
86-06, Kirkwood Park Phase II Water Main, with Scheidleman Ex- 
cavating, Inc., in connection with the Board of Public Works 
and Safety, for: 


this Change Order is necessary 

to equate contract amounts for 
quantities installed. Due to the 
condition of existing concrete 

it was necessary to replace more 
than originally estimated. These 
changes brought drive approaches 
up to City Standards; 





involving a net increase of Five Thousand Nine Hundred Three 
and 98/100 Dollars ($5,903.98), all as more particularly set 


forth in the specifications, and which is on file with the Office 


of the Board of Public Works and Safety and is by reference incor- 


ratified, confirmed and approved. 
| SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all necessary 


approval by the Mayor. 
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CHANGE ORDER Contract No. 86-06 
; F Resolution No. 


Board Order No. 215-86 


Change Order No. One (Final) 
Project No. 














Name of Project Kirkwood Park PH.II Water Main Date August 17, 1987 
diner aa ea uec i uA eee SR 
TO: Scheidleman Excavating, Inc. 
(Contractor) 
Gentlemen: 


You are hereby requested to comply with the following changes from the contract plans 
and specifications: 








os Dee Description of Change 
Wo. | Quantity |o -2 iy Deseription: > o o-c init: Price 
iD 


65 L.F 6" Water Main Pipe 13.08 


10. | 392.50 L. Concrete Drive Restoration 13.80 


225 dE. Asphalt Drive Restoration 17.25 


Total Decrease 1281.45 
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Decrease Increase 


1266.43 
5416.50 













431.25 






Total Increase $7185.43 





Net (Decrease) (Increase) Contract Price 5903.98 
The sum of $ 5903.98 is hereby (added to) (&&& 


and the final contract price shall be adjusted as follows: 


Original Contract Price $ 68, 217.50 
Current Contract Price Adjusted by Previous Change Order $ 9268. 217-50 
New Contract Price Including This Change Order 





SAAE eee 


The time provided for completion in the contract for this project is (unchanged) (increased) 
(decreased) by 0 calendar days due to this Change Order. The date for completion 
of all work shall be same . Furthermore, this document shall become an 

amendment to the contract and all provisions of the contract shall apply hereto. 


Recommended by:( e Chief Water Engineer) Date Fp -87 





Accepted byś A: lee EE 2 Le Contractor Date 45.272 SPD 


Approved by: H N ; (City Engineer) Date a - [/ -X ) 
Ex —] s 2 m 
hpprovef-by: 2 rei A (ena. Rd l3 f Works) Date 7 "B 7 l ~f / 


/ Wen KOULE fember Bd. of Works Date 7 A Í E», 


Date A. kar 2 


Attested by: 





" ; . enange uraer NO. One (Final) 


- 


t 3 Resolution No. 


Board Order No. 215.86 


REQUEST AND JUSTIFICATION FOR CHANGE 


Necessity for change: To equate contract amounts for quantities installed. 


Due to the condition of existing concrete it was necessary to replace more than 


originally estimated. These changes brought drive approaches up to city standards. 








Will proposed change alter size of the project? Yes No X 


If yes, explain 


Affect on operation and maintenance cost of this project: 


None. 
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Engineer 
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BILL NO. S= 8/0939 


CITY UTILITIES 


REPORT OF THE COMMITTEE ON 
WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 
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REFERRED AN (ORDINANCE) (RESODUQINION). approving Change Order 
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